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Charge Controller 


60W, 12V, 5A 
4 x Solar Panels 
(Parallel) 
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12V, 1 OOAh x 2 
(Parallel) 
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DC Load 

i.e. Panels 
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Parallel Strings 

For reference only- Install 
per product docurrent3:ion. 
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Solar regulator controls 
voltage, direction of current 
and prevents overcharging 



<_ 13.15 Volts 













250 W Panel 


40AMPPT CC 



MC4 Male 

Branch 

Connector 



Adapter Kit 
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60W, 12V, 5A 
6x Solar Panels 
(Parallel) 



12V, 10OAh x 2 
(Parallel) 
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NerdAcres SP1 (Solar Plant 1) Simplified Wiring 


Six 215Watt Evergreen ES-215 PV Panels 





PonoIo Ift 3 potoilol 

of > wuti i» mu«» to d»lmt • MU 
outpot of *7VDC I 14. • 


Charge Controller 
Manual Disconnect 


PV Array 
Povor In 


OutBack MX60 
Charge 
Controller 


in Series for 48Vdc/225Ahr Capac 


Invert 

Manu* 

Disconr 


Centra] 

Wiring 

Terminal 
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Terminal Rings 
MC4 Connectors 


j * Battery Terminal Connectors 
Fuse Holder 


























AWG depends on the size of th 
lnverter(usually > 4 AWG) 
























